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February 2, 1984 


OLL-HQ 7B02 
CIA 

Washington, D.C. 
Dear 


f 


J 


A short while ago I sent you a copy of a series of hearings 
the Subcommittee on Aslan and Pacific Affairs held on 
U . S . -Philippine relations and the new base and aid agreement. 

As a result of the tragic assassination of Benlgno Aquino, 1 
felt it was necessary to hold an additional hearing on the 
consequences of this assassination on U.S .-Philippine relations. 

I am enclosing a copy of that hearing for your Information. 


I hope you will find this report Informative, and hope you 
won't hesitate to contact me with any comments you may have on 
this Important Issue. 
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